﻿; file HDSETUP.Z80
; setup parameters for HDZBOS


RUNSUM  equ     FALSE           ; cause start-up message to be run
USR0    equ     FALSE           ; add code to make user 0 public (dangerous!)
HDSK12  equ     FALSE           ; assemble code for 12Mb hard disk
HDSK18  equ     FALSE           ; assemble code for 18Mb hard disk
LSTPAR  equ     TRUE            ; use list parrallel port for list device
TTY40   equ     FALSE           ; assemble Teletype Model 40 list driver


; end setup parameters